ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 VEHICLE #3 


1440/14 


DATE 11-19-2015 
OFFICER 1 =M.COOGLE #129 
OFFICER 2 
SUPERVISO J. SALAZAR 
R 
BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 
PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 
1200/12 SOW / ROLL CALL 
30 
1240/12 STATION CALL- 843 N. LA BREA- FUNK BROS 
95 
I DROPPED OFF VEHICLE #2 FOR BODY WORK. 
1255/13, BACKED BOY2- 1623 VINE STREET- IVAR SIDE 
10 
THE UNIT RECEIVED A CALL FOR A 415 GROUP ON THE 
FIRST FLOOR. UPON ARRIVAL, THE UNIT ADVISED CODE 
4. 
1330/13. BACKED FB2- 1811 CAHUENGA BLVD- MAGNIFICENT 
40 HAIR SALON 
THE UNIT RECEIVED A CALL FOR A 415 GROUP IN FRONT 
OF THE LOCATION. UPON ARRIVAL, THE SUSPECTS WERE 
GOA. THE UNIT ALSO MADE CONTACT WITH PR- ANDRE 
1350/14 BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
00 H&H PARKING STRUCTURE 
PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 
1410/14 BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
20 GALAXY PARKING STRUCTURE 


PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


RADIO CALL- 1741 ITIVAR AVENUE- ENDEMOL SHINE 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


55 


1515/15 
45 


1550/16 
50 


1715/18 
05 


1810/18 


20 


1830/20 


00 


2000/20 


10 


2030 


I RECEIVED A CALL FOR A M/B SLEEPING IN THE 
PLANTER. UPON ARRIVAL, I OBSERVED AND AWOKE THE 
SUBJECT. HE LEFT WITHOUT INCIDENT. 


CODE 7 


BACKED FB5- 1747 CAHUENGA BLVD- CVS 


THE UNIT RECEIVED A CALL FOR A 415 / 602 M/B INSIDE 
REFUSING TO LEAVE. THE SUSPECT STATED HE 
BELIEVED HE WAS BEING FOLLOWED AND SHOT AT. 
WHILE ENROUTE, ADDITIONAL INFORMATION WAS 
GIVEN THAT HE WAS CHASING AN EMPLOYEE WITH A 
WINE BOTTLE. UPON ARRIVAL, I HAD THE PR / MANAGER- 
ESAUL SIGN A PPA FOR TRESPASS. OFFICERS WERE ABLE 
TO TALK HIM OUTSIDE WHERE HE WAS TAKEN INTO 
CUSTODY WITHOUT INCIDENT. LAPD RESPONDED AND 
FURTHER INVESTIGATION REVEALED THE SUSPECT HAD 
A NO BAIL PAL WARRANT. 


STATION CALL- 843 N. LA BREA- FUNK BROS 
I PICKED UP VEHICLE #2 FROM BODY SHOP. 


BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


ADMIN- BID OFFICE 

I COMPLETED MISC AI ADMIN AND DISPATCH DUTIES. 
BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


EOW 
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